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NARA RG104, Entry 1, Box 134 


4320 Osage Ave. 
July 8, 1885 


WS. Steel Esq.: - 
Chief Coiner — 
U.S. Mint in Phila. 


Dear sir: - 
Finding my health does not admit of any doing justice to the work, devolving upon me in 
the season of hot weather, I beg leave, respectfully, to tender you a resignation of my 


appointment as Adjuster; asking that it be accepted, to take effect at your convenience. 


Yours Respectfully — 
Eliza G. Handy. 


